How long the virus survives on commonly used 
library, archive, and museum materials 


A DAYS OF VIRUS SURVIVAL 
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* For more information about the items and materials tested, please visit ; 
“ The limit of quantitation. Below this point (26.2 virus cells), researchers can determine only whether the virus is present or absent, not the number of virus particles. 


This project was made possible in part by the Institute of Museum and Library Services, project number ODIS-246644-ODIS-20. 


This document synthesizes various studies and data; however, the scientific understanding regarding COVID-19 is continuously evolving. This material is being provided CC BY-NC-SA 4.0 
for informational purposes only, and readers are encouraged to review federal, state, tribal, territorial, and local guidance. The authors, sponsors, and researchers are ~ i. : 
not liable for any damages resulting from use, misuse, or reliance upon this information, or any errors or omissions herein. 


